Optimus AM/FM Shower Radio 
(120-0796) Operation 


Faxback Doc. # 46379 


Installing Batteries 

Use a Phillips screwdriver to loosen the screw in the battery compartment 
cover, then lift open the cover. This unit takes two AA Batteries, such 
as RS Cat. No. 23-0552. 

CAUTIONS: Match the polarity symbols (+ and -) marked inside. 

Always use fresh batteries of the required size. 

Do not mix old and new batteries, different types of batteries 
(standard, alkaline, or rechargeable), or rechargeable 
batteries of different capacities. 

Using The Radio 

Note: The radio is water resistant, not waterproof. Do not hang it 

where water can wash over it. 

VOLUME - rotate to adjust the volume. 

Hanging Strap - lets you hang the radio in a convenient place, such as 
over the shower head. 

Tuning - rotate to select your favorite station. 

AM/FM - switch to select the desired band. 

Built-In Stand/Washcloth Hanger - behind the radio; stand it on a firm 
surface or swing it down to hold a washcloth. 



Optimus AM/FM Shower Radio 

(120-0796) Care and Maintenance 


Faxback Doc. # 46378 


Caring for Your Radio 

To enjoy your radio for a long time: 

Handle it gently. 

Keep it away from dust and temperature extremes. 

Clean it with a damp cloth. Do not use harsh chemicals. 

Do not take it apart. If something is wrong with the radio, take it to 
your local RadioShack store for assistance. 

FCC Statement 

Your radio might cause TV or radio interference even when it is operating 
properly. To determine whether your radio is causing the interference, 
turn it off. If the interference goes away, your radio is causing it. 

Try to eliminate the interference by: 

Moving your radio from the receiver 

Contacting your local RadioShack store for help. 

If you cannot eliminate the interference, the FCC requires that you stop 
using the radio. 



Optimus AM/FM Shower Radio 


(120-0796) Specifications Faxback Doc. # 46380 

Frequency Range: AM: 530 - 1710 KHz 

FM: 88 - 108 MHz 

Power Source: 3 V DC 

Dimensions: 5 1/8 x 4 3/8 x 2 1/16 Inches 

(130 X 111 X 53 mm) 

Weight : 10.6 oz 

(300 g) 

Output Power: 180 mW 

Speaker: 4 Ohms 


Specifications are typical; individual units might vary. Specifications 
are subject to change and improvement without notice. 
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